LET'S TALK ABOUT WINTER AIR CONDITIONING 

FOR (JOUST DREAMHOUSE... 
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: or 99 years Thatcher has specialized in 
ting and only in heating. Out of this 
tecialization have come the Thatcher units 
ich answer any type of residential heat- 
problem. 
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tioning does more than heat your home. It 
also gives you healthful filtered, humidified 
air. It gives you more heat more quickly. It 
gives you warm, freshened air that circu- 
lates gently through your house the moment 
the thermostat calls for heat. It gives you 
more comfortable summers — and the rugged 
construction of Thatcher Air Conditioners 
is your assurance of long life and depend- 
able operation. 

Send the attached card for the name of 
your local Thatcher dealer. See for yourself 
the Thatcher extras in comfort and economy. 
Then specify Thatcher winter air condition, 
ing to your architect or contractor and make 
certain your house is a dreamhouse of 
healthful, comfortable heating. 



Thatcher 

I FURNACE COMPANY 

Specialist! m heating Since 1850 
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WINTER AIR CONDITIONERS 
FURNACES • BOILERS • OIL BURNERS 
OIL FIRED • GAS FIRED • roAl eiocn 




THATCHER 
"V" SERIES COMFORTMASTER 

AUTOMATIC — OIL FIRED — WINTER 
AIR CONDITIONER 



NEW THATCHER 
GAS COMFORTMASTER 

AUTOMATIC — GAS FIRED -WINJlk 
AIR CONDITIONER 



• Round cornered streamlined casing 

• Cast iron heat extractor sections — the long 
life material for gas fired units 

• Staggered fire-travel through heat extractor 

• Automatic vaporizing humidifier — positive 
source of ample humidity. 

• Approved type replaceable filters 

• Squirrel cage type blower 

• AG A approved 



• Flange mounted oil burner guarantees perfect align- 
ment of burner and nozzle with combustion chamber. 
Quiet operation. Easy to get at. Simple to clean. 

• Tailor-made combustion chamber sized for top effi- 
ciency. Protects steel heating element from intense heat. 
Guaranteed foolproof assembly. 

• Automatic vaporizing humidifier protects health and 
furnishings. Heavy cast iron — practically indestruc- 
tible. Automatic water level control provides varying 
amount of humidity. 

• Squirrel cage type blower specifically designed for 
this unit. All parts highest quality. Whisper silent and 
built to last. 



• Approved type replaceable filters remove dirt and 
dust from air. Large capacity protects for long periods. 
Inexpensive to replace. 





THATCHER 481 SERIES 

» 

111 PURPOSE WINTER AIR CONDITIONER 
DESIGNED FOR CO AL~ CONVERTS QUICKLY 
tND EFFICIENTLY TO OIL, GAS OR STOKER 



Reversible Blower Cabinet — install it on either side 
\ of the unit. 

Large Capacity Rubber Mounted Blower — gen- 
erous air circulation, quiet, more efficient heat 
transfer. 

1 Replaceable Filters — throwaway type, easy to get 
fat, ample filtering area. 

1 High Ratio of Heating Surface to Grate Area — 
delivers extremely high percentage of heat from 
fuel. 

'Heavy Front Castings — Large Doors — Cast Iron 
Grates — for long life, easy fire tending. 

'Heavy Gauge Steel Heat Exchanger — perma- 
nently welded into a gas tight compartment. 

• Handsome Castilian-Red Jacket — lined with rust 
proof galvanized steel inner casing. 



THATCHER 
C-174H 

COAL FIRED-FORCED AIR FURNACE 

• Compact — Specifically Designed For Small 
Homes 

• Attractive Enamel Casing 

• Heavy Cast Iron Grates — Rocking and Dumping 
Locomotive Type 

• Double Inlet Centrifugal Blower 

• Heavy Gauge Steel Construction 

• Refractory Brick Lined Fire Box 

• Convertible to Oil 




THATCHER SERIES A-204 

AUTOMATIC OIL FIRED WINTER AIR CONDITIONER 



• Vaporizing Gravity Feed Forced Draft Burner. 
Insures simple operation — greatest economy. 

• Pre-set Firing Rate. Burner pre-set at factory for 
greatest efficiency. 

• Three Point Furnace Body Suspension. Assures posi- 
tive leveling by adjustment of 2 screws reached 
through service door. Prevents heat transfer to 
ground. 

• Remarkably Low Casing Temperature. New in- 
terior design prevents casing from heating up — 
increases efficiency. 



• Approved Type Replaceable Filter. Large ca 
pacity insures long effective use. Inexpensive 
simple to replace. 

• Automatic Humidifier. Injects health protecting 
moisture into warm air. Humidifier is standan 
equipment. 

Safety Feature. If there is an electrical failure, th< 
unit automatically returns to low fire — pilo 
operation. 



Thatcher 

I FURNACE COMPANY 

Specia/ij/s in heating Since 1850 




A COMPLETE LINE OF RESIDENTIAL HEATING EQUIPMEN1 
WINTER AIR CONDITIONERS • FURNACES • BOILER] 
OIL FIRED • GAS FIRED • COAL FIREE 

GARWOOD, NEW JERSEY 



